HIGHLAND  PARK  METHODIST  CHURCH 

Dallas,  Texas 
This  is  one  of  the  most  beautiful  and  imp 
church  structures  in  the  city  of  Dallas.   A  - 
welcome  is  always  extended  to  visitor  and 
alike. 
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